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1„ On 22 August 1950 from b$ to 50 tvdr.-erginG aircraft with double ^rudder 
assemblies and in— line engines were parked at the Gtrausberg h 53/7 15) 
airfield® About half of them had one cockpit, the rest had two cockpits® 

The nose was not of plexiglass® * A low-wing monoplane with two radial 
engines and the cockpit in a step on top of the nose, presumably a DC-3 
was parked on the norths stern edge of the field not far from the hangar® 

Ilone of the planes had special markings® Their upper parts were painted 
green, the lower parts light blue® 

2® At lj?30 p®m® the ground personnel removed the tarpaulins from all planes, 
started their engines, let them run a short time, stopped them and re- 
covered them with the tarpaulins® A wrecked plane with double rueder 
assembly was on the eastern edge of the field® Two holes, about the shse 
of a fist, were in the leading edges of the wings cn either side of the 
engines® No further details could be observed® 

^ Soldiers wearing blue and red-bordered black epaulets were seen in the 25X1 B 
barracks buildings at the field® Construc- 

tion work was being done on the approach road from the town to the field® 

No radio station or radar set was seen® An ammunition dump composed of two 
hnidinps and two lari?© aionunitlon piles v/as about 1*00 meters east of the 
field® T.fany motor vehicle 25X1 A 
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*■■1 Comment® A change in the aircraft strength at the airfield was not 
observed although a few more PE-2s or PE- 3s were observed than on 10 August 
25X1 A 1950 when the last observation was made® One beriber regi- 

ment is still believed to be at the field. The presence of two versions 
of PE-2. or PE-3 planes with different cockpits has been repeatedly reported® 

Ho information has been received indicating that the two aircraft types are 
used for different purposes® The statement that the nose is not of plexiglass 
ory i A indicates that at least some planes are PE-3s® 

Comment ® The a mmunition dump was previously^^^B^^^^^^^^^^^H 
25X1 The anc ^ quantity of ammunition stored there is not 

known* 25X1 A 


This document is hereby regraded to v x# j 

CONFIDENTIAL In SE^T-COuTROT./nri mPTP.TAT.Ti OPT.V N / | 

letter of 13 October 1973 from tho f fUeum«nt Nt. ' 

Director of Central Intelligence to the . C'tfcssN/1 

Archivist of the United States. He Change In 

Next Review Date: 20C8 @!f t«5 S C 

l - — 1 Class. Chat^rtiJ*: TS S c 

Approved For Release 2001/03/05 : CIA-RDP82-pg/|7^fe^€5^Q05-gy! - 







